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Chis is to Certify aar Tandi ii 
that the Bearer 


has applied, been examined and rejected On this and on the preceding page 

P EE. Willard Ryan of Toronto is declared 
| unfit for “Overseas Service”. The 
CDS mark on the Postmaster's 

7 Certificate is a Military District 2 

LBi hea. mark as is the M.D. No. 2 box mark 
(insert above) on the reverse of the 
document to the left. 
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MSA, 97 MILITARY SERVICE ACT, 1917 
CERTIFICATE OF PROTECTION 


: This is to certify that on November 11th, 1918, the authorized holder of 
: this certificate whose name, address and signature appear hereon, was in good 
standing under the Military Service Act, 1917, on the records of the undernoted 
ee: This certificate when properly completed will be accepted as evidence 
of good standing in lieu of all certificates of exemption previously issued to him. 
may be revoked at any es by proper authority. 
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© holder... WAllard. Miller. oo RECARGADO: MIA n 


E 
g 
g 
E 
Y 
Ny 
NE 
3 
3 
E 
B 
: 
3 


The authorized holder must sign here in ink and must carry 





